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HOTBEDS AND COLDFRAMES are being used 
by home and market gardeners for starting 
early plants, especially in sections of the country 
where the growing season is short and it is desirable 
to advance the development of certain crops. Cold- 
frames are being extensively employed for the grow- 
ing of a number of vegetable crops to a marketable 
stage, especially in sections along the Atlantic coast 
where the weather during the fall and spring is 
mild and only a moderate amount of protection 
is necessary. 

With the present scarcity of horse-stable manure 
suitable for the heating of hotbeds, growers are 
turning to other forms of heating, including wood- 
burning flues, steam, and hot water. Recently, elec- 
tricity has come into the field of plant-bed heating 
and has been found practicable under favorable con- 
ditions, especially where electric current can be 
secured at a low rate and where accurate tempera- 
ture control is desirable. 

Conservation of heat is an important factor in the 
construction and operation of hotbeds and cold- 
frames, and numerous types of mats and coverings 
for protecting the beds have been devised. The 
growth of plants in hotbeds is greatly hastened as a 
result of raising the soil temperature, but care must 
be taken to control the temperature and to accustom 
the plants to outdoor conditions before they are set 
in the open ground. 

Many gardeners have constructed small green- 
houses and more or less permanent plant-growing 
structures in which to sow seeds and start early 
plants, but coldframes are desirable for use in grad- 
ually tempering the plants to outdoor conditions. 

For the convenience of growers, brief instructions 
are included in this bulletin for the growing of early 
plants in the various types of plant-growing struc- 
tures described. 
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INTRODUCTION 

EAIJLINESS is an important factor to both home and market 
gardeners in the production of such crops as tomatoes^ peppers, 
eggplant, lettuce, and other vegetables that can be readily trans- 
planted. Various forms of plant-growing structures, including 
greenhouses, sash houses, hotbeds, plant pits, and coldframes, are be- 
ing used by gardeners for starting early plants, the type of structure 
or frame used depending largely on climatic and other local condi- 
tions. In the past, when an abundance of horse manure was avail- 
able, the manure-heated hotbed was used almost exclusively, but 
with the present shortage of horse manure, growers have turned 
very largely to fuel-heated beds for starting early plants. The tend- 
ency is also toward using greenhouses more generally for starting 
early plants, but continuing the employment of coldframes for tem- 
pering the plants to outdoor conditions before setting them in the 
open. 

In determining the type of house or bed to use for starting early 
plants, the grower must first consider the temperature and other 
climatic conditions under which he is working. His object is to pro- 
duce good, stocky, well-built plants that will stand tran-splanting to 
the open without serious checking of their growth. Under certain 
climatic conditions this may require the use of a heated greenhouse. 
Under other conditions this end can be best attained by the employ- 
ment of manure-, electric-, or fuel-heated hotbeds, while in still other 
cases, where only slight protection is required, a cloth- or sash-covered 
coldframe may be sufficient. In this bulletin the various types of 
plant-growing beds are discussed, together with suggestions as to 
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their management and the proper treatment of the various kinds of 
plants that are commonly grown under protection during the early 
spring or the late fall. 

Hotbeds and coldf rames are frequently used in regions with a mild 
climate, for growing to a marketable stage certain vegetables such as 
cucumbers, teets, radishes, carrots, parsley, lettuce, and occasionally 
muskmelons. In some cases sash-covered frames are employed for 
the early crop, and after it is well started and the danger of injurious 
temperatures is past, the frames are removed and the crop matured 
in the open. This is known as frame culture. It is used most ex- 
tensively by growers along the Atlantic seaboard where the natural 
heat of the sun during the early spring and late fall is sufficient to 
maintain a growing temperature. Where this system is used for 
growing late-fall crops the plants are started in open beds; then as 
the weather becomes cool the frames are placed in position and the 
sash or cloth covering put on. The reverse plan is followed in the 
spring. 

Where hotbeds or coldf rames are constructed of brick or poured 
concrete, the walls arc usually made 4 inches thick and are carried 
20 to 24 inches above normal ground level at the back and 10 to 12 
inches above it at the front. The usual width of these beds having 
such walls is 6 feet from center to center of the walls, or approxi- 
mately 5 feet 8 inches inside measurejment. By making the tops 
of the walls conform to the slope of the bed, the sash will have 2 
inches of a firm supporting surface on top of each wall. Where 
crosspieces are provided, upon which to slide the sash, they are 
embedded in the concrete or brickwork and are flush with the top 
of the walls. If desirable, a wooden housing for the upper 'end of 
the sash may be provided and embedded into the wall or fastened 
with bolts let into the wall. 

Concrete and cinder blocks are being used quite extensively for the 
construction of the walls of hotbeds, coldframes, and small plajit 
houses, on account of the ease with which they can be laid. In some 
localities concrete blocks 4 inches thick can be obtained, and walls 
constructed of these occupy less space than those made of the 6- or 
8-inch blocks. Where concrete blocks are used for the front and 
back walls of the beds, it is necessary to put up forms and pour 
the top of the ends in order to obtain the correct slope. The 8- by 
8- by 16-inch concrete and cinder blocks are especially adapted for 
constructing the walls of double beds with a ridge • through the 
center and covered by means of two lines of hotbed sash or cloth. 
The top layer of blocks should be crowned with a layer of cement 
mortar about an inch in thickness to prevent water from entering 
the cavities of the blocks. Cinder blocks are better insulators against 
the passage of heat than concrete and, in addition, have the ad- 
vantage that nails can be driven into them where wood is being 
fastened to the block walls. 

Double plant beds 12 to 15 feet in width with concrete- or cinder- 
block walls are coming into more general use for plant growing, 
on account of low cost of construction. Where flue or hot-water 
heating is employed the side walls need be only about 16 inches, or 
two layers of blocks in height, above the ground level. Where sash 
are used as la covering, a plank is supported on posts through the 
center of the bed, and the double row of sash rest on this plank 
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at the center and on the walls of the bed at the sides. The slope 
given the sash is usually frotm 12 to 18 inches for the full length 
of the 6-foot sash. If muslin or light canvas is used as a covering, 
the slope is increased to about 2 feet and side rafters or strips are 
provided on which the canvas rests. 

LOCATION OF HOTBEDS AND COLDFRAMES 

Hotbeds and coldframes should always be located on well-drained 
land that is free from depressions or danger of flooding during 
heavy rains. A location near the house where the beds can be 
given frequent attention is desirable. The beds should be pro- 
tected on the north by a group of buildings, a grove of trees, a 
tight board fence, or an evergreen hedge. In many cases wind- 
breaks, consisting of pine boughs or bundles of corn fodder set 
against supports, are employed for protecting the beds from cold 
winds. The growers around Norfolk and Portsmouth, Va., divide 
their frame yards into 1-acre sections by means of arborvitae and 
California privet hedges that attain a height of 12 to 20 feet, and 
very effectively break the force of the wind. (See cover illustra- 
tion.) A location with a southern exposure and adequate wind 
protection on the north and west is ideal. In all cases, protection 
irom cold winds, the securing of direct sunlight, and convenience in 
the matter of tending should be the main determining factors in the 
selection of a location for any type of plant bed. 

Plant beds and small greenhouses built well below the level of 
the ground require less heat than those that are entirely above 
ground and more exposed. This principle applies especially to the 
construction of sash-covered houses that are heated by flues, stoves, 
or electricity. Special care must be taken, however, in the selection 
of a location for beds and houses that are partially below ground, 
to provide good drainage in order to avoid flooding the beds during 
rainy seasons. 

Plants grown in hotbeds and coldframes require rather frequent 
watering and, if possible, the beds should be located where water 
can be piped to them. In some cases a well is dug or drilled near 
the beds and a pump installed to supply the water. Where the beds 
are of a very temporary nature, water is sometimes hauled in barrels 
or tank wagons and applied to the plants by means of sprinkling 
cans. In any case an adequate supply of water for watering the 
plants must be provided. In the east-Texas tomato fields several 
barrels of water are hauled and placed alongside each bed at the 
beginning of the plant-growing season. In other instances water 
is hauled in tank wagons or in the tanks of orchard sprayers and is 
applied to the plant beds through a hose having a rose or sprinkler 
on its end. The most convenient method of watering the plant beds, 
however, is by means of water under pressure piped direct to the 
beds. 

MANURE HOTBEDS 

Where manure is plentiful, temporary hotbeds may be provided 
by simply placing a flat pile of manure 8 or 9 feet in width, 12 to 
24 inches in depth, and of any desired length, on top of the ground 
in a well-drained location, and setting frames of boards on top of 
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it to contain the soil and support the covering of sash or cloth. 
Additional manure is then banked around the outside of the frames 
to retain heat. 

The frames usually consist of 1-inch boards, preferably cypress, 
redwood, or white pine, 12 inches wide, 1 board being used for 
the front or south side and 2 boards, 1 above the other, for the 
back or north side. These boards are nailed to stakes driven through 
the bed of manure and into the ground, the lines of boards being 
5 feet 8 inches apart so that the space between them can be covered 
with standard 3- bv 6-foot hotbed sash that rest on the edges of the 
boards that form the sides of the bed. Sectional or portable frames 
with sloping ends to carry 4 or 5 standard sash are often constructed, 
and where a long bed is required the sections are placed end to 
end, making a continuous bed. 

The preparation and handling of the manure used in making a 
temporary hotbed of this character are practically the same as those 
described herein for more permanent beds. 

About 5 inches of good soil (or sand if sweetpotato plants are to 
be grown) should be spread on top of the manure in the frames be- 
fore the sash is put on. This method of constructing manure-heated 
beds avoids the necessity of digging a pit but requires about twice 
the amount of manure. However, this material is usually in good 
condition for top-dressing land or for use in making plant-bed 
soil at the close of the plant-growing season. 

A more permanent method of constructing a manure-heated hot- 
bed, one which will require the use of a relatively small amount of 
manure, is to dig a pit 6i/^ or 7 feet in width, from 14 to 30 inches in 
depth according to the severity of the climate, and of any desired 
length, the length usually being determined by the ninnber of stand- 
ard 3- by 6-foot sash that are to be used as a covering. The pit 
should be laid off with a line attached to stakes, as shown in figure 1, 
and then dug to the desired depth. It should then be lined with 
planks, as shown in figure 2, or with more permanent walls of brick, 
cement blocks, poured concrete, or some other material. The walls 
may extend aboveground to the desired height, and the sash rest 
directly upon them ; or a framework of boards, 20 to 24 inches high 
at the back or north side and 10 to 12 inches high at the front or 
south side, may rest upon walls that come only to the ground level. 
If permanence is desired, the beds should be constructed entirely of 
the more durable materials with only such wood materials as are 
necessary to properly fit the sash tightly to the walls. In some cases 
crosspieces are provided upon which the sash rest, and this is a 
decided advantage for drawing down the sash for ventilation. An 
additional advantage is gained by having separation or guide stops 
between each sash so that there will be no danger of the sash slipping 
off the supporting members. The ends of the bed are cut on a slope 
to conform to the pitch or slope of the sash. 

Manure for use ;in hotbeds should consist of a good grade of straw- 
bedded horse or mule manure ; this should be hauled direct from the 
stable and should not be allowed to remain in piles where it will 
ferment and lose its heating qualities. The method of preparing and 
placing the manure in the pit of the hotbed is also of considerable 
importance. As it is hauled from the stable it should be placed 



HOIBEDS AND COLDFEAMES 



5 




Figure 2. — Pit hotbed with pit dug and framework of boards in place ready for manure 

to be forked into the bed. 
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in broad, flat piles alongside the hotbed, to remain 2 or 3 days, until 
it begins .to heat; it should then be turned or forked over so as to 
secure uniform composition and heating. In case the manure is a 
trifle dry and shows a tendency to fireiang or burn, a little water 
should be added as it is being turned. After 4 or 5 days, or as soon 
as the manure has begxm to heat uniformly, it should be forked into 
the hotbed, care being taken to shake out all lumps and to spread 
the manure evenly in the bed. Figure 3 illustrates the proper method 
of trampling the manure as each layer is added. In case the manure 
is dry at the time it is being forked into the hotbed, a little water 
should again be added, but too much water may delay the heating. 

The depth of the manure in the hotbed will depend on the outside 
temperatures. In localities where the temperature does not go below 




Figure 3. — Trampling manure in pit of hotbed. 



12^ F. during the plant-growing period, a layer of manure 12 to 15 
inches thick will be sufficient, provided the bed is well banked on 
the outside and some form of covering is used over the sash during 
periods of low temperature. The depth of the layer should be 
mcreased 1 inch for each degree df lowered temperature, about 24 
to 28 inches of manure being used under conditions of 0^ tempera- 
ture. Following the placing of the manure in the bed, about 5 or 
6 inches of screened garden, loam should be spread evenly over the 
manure, and the sash put on to retain the heat. If sweetpotato plants 
are to be grown in the bed, clean sand should be used instead of the 
garden loam. 

Figure 4 shows a small hotbed completed and the sash in place. 
Cornstalks taken from the feed lot after the cattle have stripped 
the blades and husks from them have been found to be a good sub- 
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stitute for manure as a source of heat for hotbeds. The cornstalks 
are run through a silage cutter, then moistened and packed in the 
pit of the hotbed in exactly the same manner as manure. In the 
hotbed they go through a heating or fermentation process resembling 
that which takes place in a silo, and this results in the formation of 
enough heat to keep the plant bed warm over a period of 1 to 2 
months. The labor involved in gathering the cornstalks from the 
feed lot and cutting them is largely offset by their disposal and 
conversion into readily available compost by the end of the plant- 
growing season. ^ Where large quantities of cornstalks are to be used 
for hotbed heating the cutter should be placed alongside the beds 
and the chopped material blown directly into the beds. Where the 




Figure 4.— The completed pit hotbed with sash in place. 



quantity of manure for hotbed heating is limited, its volume and 
effectiveness can be increased by the addition of chopped or shredded 
corn fodder. 

When a manure-heated bed is first made it is likely to heat very 
rapidly; the temperature may run into the 90's, or even above 
100° F, This is too much heat, and the sowing of the seed should 
be delayed until the temperature falls to about 85° or lower. It 
is not safe to judge the temperature of the soil by feeling it. A 
thermometer should be used, its bulb buried in the soil to about the 
depth to which the seeds are planted. If at least 5 inches of sifted 
soil is placed over the manure in the bed, this soil will have a 
tendency to take up the heat given off by the manure, but it may be 

493480"— 42 2 
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necessary to control the temperature by ventilation. Later, as the 
temperature of the manure in the bed declines, it may be necessary 
to bank more manure around the outside of the bed to maintain a 
proper temperature. If extra manure is not available, the outside 
of the bed should be securely banked with earth, marsh hay, straw, 
pine needles, or some other good insulating material. 

FUEL-HEATED BEDS 

Fuel-heated beds of various types are now largely replacing 
manure-heated beds, especially in sections where fuel is reasonably 
cheap and where the manure supply is limited. The most common 
type of fuel-heated bed consists of a furnace with one or more brick 
or tile smoke flues running underneath a floor upon which the soil is 
placed. Formerly, the fuel used in heating these beds consisted mainly 
of stumps and rough wood obtained when the land was cleared, but 
furnaces adapted to burning coke or coal are sometimes used. The 
present trend, however, is toward the electric or the pipe-heated bed 
in which hot water is employed as the medium of heat transmission. 
Where steam can be supplied at a constant but low pressure from a 
large or centralized boiler, as, for example, from a factory boiler, it 
may be used for heating hotbeds during the plant-growing season, but 
steam heat is a little too intense and not so easy to control as hot-water 
heat. Where steam is being used on a fairly large scale for heating 
plant beds the adoption of the vapor system will largely overcome the 
objection to steam. Steam heat does not require such large piping 
as hot-water heat, and sudden changes in temperature can be met 
to better advantage than with hot- water heat. 

FLUE-HEATED BEDS 

Some truck growers, where wood is cheap and plentiful, use flue- 
heated beds very largely for starting early plants, especially to- 
matoes, peppers, and sweetpotatees. These beds may be located on 
level ground, but oftener a location having a slight rise is selected. 
A pit about 18 inches deep, 8 to 12 feet wide, and 50 to 60 feet long 
is excavated, and the sides and ends are provided with plank, brick, 
or concrete walls extending 8 inches to a foot above the natural 
level of the soil. Frequently the pit is simply lined with boards 
nailed to stakes driven into the ground. In that case the boards 
extend about 12 inches above ground to form the sides of the bed. 
A brick or stone furnace is built in a pit at the lower end of the bed, 
but outside the bed proper. A flue consisting of 6-inch or 8-inch 
round tile is connected with the furnace. Usually this flue is carried 
the full length of the bed and fitted with an elbow, and 3 or 4 joints 
of pipe are placed upright to form a chimney. In some cases two 
flues connected with the furnace are carried about half the length of 
the bed, and the smoke is discharged into the space under the floor 
of the bed, from which it eventually finds its way to a chimney at the 
end of the bed. The floor consists of planks laid on cross timbers 
which rest on the walls or on stone pillars at the sides. 
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The covering for these beds sometimes consists of marsh hay, but 
often it consists of heavy muslin or light canvas sewed together in a 
large sheet of sufficient size to cover the whole bed. A ridgepole 
is placed the full length through the center of the bed, and is sup- 
ported on uprights about 2l^ feet above the floor of the bed. Rafters 
or 1- by 3-inch or 1- by 4-inch strips are then fastened to the ridge 
and the sides of the bed every 3 or 4 feet to support the cover. At 
the sides of the bed the cover is fastened to long wooden strips 
on which it can be rolled up for ventilation or for watering. A bed 
of this type with marsh hay as a covering for the plants is shown in 
figure 5. 

In some localities new railroad ties that have been rejected by the 
inspectors on account of some defect are used as supporting timbers 




Figure 5. — A flue-heated plant bed having two flues or smoke duets running the fuU length 
under the floor of the bed. Marsh haj- is used as a covering for tlie bed. 



for the floors of flue-heated beds. In that case the beds are made 
8^/2 f^et wide to conform to the length of the crossties. After the 
pit is dug, stone or brick pillars are built at intervals of 4 feet along 
the sides, and the crossties are laid with their ends resting on these 
stone or l3rick pillars. A floor of 2-inch planks is then laid upon the 
crossties; planJcs are placed on edge and are fastened to stakes 
to form the sides. In some cases brick or stone walls are used for 
the sides, and old boiler tubes or junk-yard pipe is let into the walls 
to form the cross supports. Old roofing tin, parts of old auto- 
mobile bodies, or any discarded sheet metal may be used as flooring 
for these beds. The metal flooring and supports are strictly fire- 
proof. However, there is littlo danger of fire with the wooden floors 
because of the low degree of heat maintained. 
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Instead of building a furnace of brick or stone, many growers 
cut one end out of an old 50-gallon steel oil barrel, and cut a hole 
in the opposite end large enough to admit the end of a 6-inch tile. 
The barrel is then buried on ite side in a pit at one end of the bed, 
and a 6-inch tile is mn from the opening of the barrel the full 
length of the bed under the floor, terminating in a chimney at the 
farther end of the bed. This chimney often consists of a wooden 
box which is carried 3 to 5 feet above the surface of the ground. 
Chunks of wood about 18 inches in length and 6 to 10 inches in diam- 
eter are used as fuel, and green sawdust is frequently placed on top 
of the wood in the furnace in order to give a slow-burning or 
smoldering fire. According to statements of growers, 1 cord of wood 
is sufficient to fire a bed of this character during a plant-growing 
season, and the fires require attention but twice in 24 hours. A piece 
of sheet iron held in place by an iron bar is used as a front door 




FiGUKE 6. — Type of flue- or stove-heated bed used by growers in southern New Jersey for 
starting early eggplant, tomato, and pepper plants. 



for the furnace. When an extremely slow fire is desired, a piece 
of tile or a flat stone is laid partly over the chimney. 

About 8 inches of good soil is placed on the floor of the bed in 
which the plants are to be grown, or, in the case of sweetpotatoes, 
sand is used. A bed of this type is shown in figure 5. Where 
sweetpotatoes are started in such beds, marsh hay is used almost 
exclusively as a covering, about 3 or 4 inches of the hay being 
spread loosely over the surface of the bed and the sweetpotato plants 
simply allowed to grow up through it. After the plants are well 
started, the hay is carefully removed with forks and rakes. 

Some growers use a plant- growing bed of tlie type illustrated 
in figure 6. These beds or plant houses are constructed wifh a 
furnace pit and a smoke flue running from the furnace at the 
one end to a chimney at the otlier end. As a rhle, tlie dimen- 
sions of these houses are 12 or 14 feet by 50 to 60 feet, with 
solid side beds and a walk through the center. Doors are provided 
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at each end for convenience, and the covering consists of a frame- 
work on which hotbed sash rest. In the center of the bed and over 
the walk, the roof is constructed of boards that are covered with 
roofing paper or with tin. The sash are so arranged that they slip 
under the roofing at the top and can be either slid down or raised 
for ventilation. This type of bed or plant house has the advantage 
that the work of sowing seeds and transplanting can be done under 
cover during bad weather. During the summer and fall when the 
bed is not in use, the sash are removed and stored under shelter. 
In some cases the furnace and flues are omitted, but a stove is in- 
stalled at one end, with a stovepipe running the full length of the 
house to supply the necessary heat. Where wood is plentiful, wood- 
burning stoves of the airtight type are used; where it is not to be 
had at a low cost, coal or oil stoves are employed on account of the 
uniformity of heating and the small amount of care required. In 
many cases these beds are being replaced by simple but effective 
greenhouses. 

PIPE-HEATED BEDS 

Another type of fuel-heated bed is constructed on level or nearly 
level ground with concrete side walls 12 to 18 inches high and lines 
of steam or hot-water pipes buried in the soil. Heat is obtained from 
a boiler located either in a pit at one end of the bed or in the basement 
of a service building nearby. In New Jersey, especially on farms 
where poultry is kept in connection with vegetable growing, the heater 
is placed under the workroom or tool room and supplies heat for both 
the hotbeds and the brooding houses. The heating pipes are usually 
laid lengthwise of the bed with the lines of piping 12 to 18 inches 
apart and at about the original soil level. The pipes should have a 
uniform fall of at least 6 inches in the length of a 60-foot bed, and 
should rest on solid earth or on bricks placed every 3 or 4 feet to prevent 
their settling and forming air pockets. Soil is filled in over the pipes 
to within about 6 inches of the top of the concrete walls, the pipes thus 
being 12 to 14 inches below the surface of the soil in the bed. A feed 
pipe is sometimes carried from the boiler to the far end of the bed, 
either along the ridge or on the side of the bed. It is there divided to 
supply the return pipes which are buried in the ground. More fre- 
quently, however, half of the pipes are used as flows and the other 
half as returns, the flows being elevated about 6 inches above the 
returns at the end of the bed next to the heater. Wliere this plan 
is followed, it is essential that the beds be located on a comparatively 
level piece of ground to obtain a uniform grade of the pipes both 
leaving and returning to the heater. Beds of this character are 
especially adapted for starting sweetpotato plants, and for peppers 
^nd eggplants which require an abundance of bottom heat. Figure 
7 shows a cross section of a bed of this type. 

Pipe-heated beds are also constructed with walls like ordinary 
6-foot wood-frame or concrete hotbeds, but with the pipes arranged 
around the interior of the bed above the soil, the flow pipe being at 
the back or high side and the return pipe at the low side and sup- 
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ported by pipe hangers or wires to the crossbars on which the sash 
rest. This type of bed gives good results where bottom heat is not 
required and where it is desired to grow stock plants somewhat 
slowly with merely enough heat to safeguard against low tempera- 




FiGURB 7. — Cross section of bed with heater pipes buried in the soil, the heat being 

supplied from a boiler. 

tures that would seriously check growth. Early plants of cabbage, 
cauliflower, lettuce, celery, and tomatoes can be grown to advantage 
in beds of this character. Pipe-heated beds are relatively expensive. 
Figure 8 shows a cross section of this form of bed. 

ELECTRIC HEATING OF BEDS AND PLANT HOUSES 

For many years electricity has been used as a source of heat for 
plant-growing structures wherever electric energy is comparatively 
cheap. Electric-heated beds are generally less expensive to equip 
with heat than are pipe-heated beds. 




Figure 8. — Cross section of plant bed with two lines of heater pipes suspended from 
sash-support bars. For steam or hot-water heat. 
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This system has been found well adai)ted for heating propagating 
beds and small beds in which seeds are started. Figure 9 shows a 
bed of tin's character with the lieater cable laid in the form of a coil 
in the bottom of the bed and partly covered with sand. The ther- 
mostat is ulso embedded in the sand and connected with the switch 
box and the feed wires at tlie end of tlie bed. The desired tempera- 
ture may be easily maintained, but the main point is to have the bed 
well insulated to conserve the heat. One of the advantages of this 
form of heating for a seed or pro])agating bed is the uniformity at 
which the temperature may be maintained. The teiuperature can 
be regulated by simply turning the thermostat knob one way or the 
otlipr, and when on e re<2:ulated, the control is antonnUic. 




FiGUKB 9. — Electrically lieated propagating: bed sliowiiig koater cable In place before the 

bed was completely filled with "^aiid or soil. 



Various types of heating units have been developed, the earlier 
types consisting of an open framework of wood or metal across which 
heating elements were stretched on insulators. These units were usu- 
ally of the proper size and capacity for heating a 1-sash bed, *l by G 
feet, and the frames carrying the heating elements were mounted 
in an enclosure uiidenieatli the floor of the bed. Later types of heat- 
ing elements are insulated and enclosed in lead or copper cables that 
may be buried in the soil. These cables are made in various lengths, 
60 feet being the length best adapted for use with the ordinary serv- 
ice current of 110 volts. One 60-foot cable is required for a l2-sash 
or 6- by 0-foot bed, and two CJO-foot cables for a 4-sash or 12-foot bed 
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where relatively high temperatures are desired. For a very moderate 
heat one GO-foot cable will be sufficient for a 4-sash bed G by 12 feet. 
Eacli 60-foot cable will carry an electrical load of approximately 403 
watts, or about the amount of current required to operate ten 4f)-v/att 
electric-light bulbs. The arrangement of the cables in the bed is 
shown in figure 10. 

Heat conservation is the keynote in handlin^i; electrically heated 
plant beds. The sides and ends of the beds should be tight, and, 
in addition, should be banked to the top with earth or some material 
to conserve heat. The sash should fit snugly, and, if needed to make 
the joints tight, strips of felt or rubber should be tacked to the 
edges of the bed on which the sa^h rest. The glass should be well 
bedded in putty, and should lap one-fourth inch at the joints. In 




Figure 10.— Arrangement of heater in an ordinary 6- by 12-foot hotbed. 



addition to the glass, the beds should be covered with straw or felt 
hotbed mats during cold nights. In case of extremely cold weather 
the sash may be doubled by placing one sash on top of another, and 
banking the edges of the sash w^itli straw^, pine needles, or with leaves 
held in place by means of boards. 

Electrically heated plant beds have a decided operating advantage 
over the ordinary manure- and fuel-heated beds in that the amount 
of heat can be automatically controlled by the use of thermostats 
or regulators, thus avoiding extremes. In the case of maimredieated 
beds the temperature usually runs too high at first, then declines 
rapidly, and finally becomes completely exhausted. Another ad- 
vantage over manure he^kting is that the electric heating is free from 
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odors or gases, and no steam or excessive moisture is formed. Elec- 
trically heated beds require veiy little attention to ventilation, ex- 
cept on very bright dnys when the heat of the sun is sufficient to 
raise the temperature of the bed above the maximum for the best 
plant growth. Where electric current can be obtained at a power 
rate the cost of heating plant beds compares favorably with nuinure 
heating at present prices of manure. When once the electric sys- 
tem is in^^talled very little labor i^ required to renew the surface soil 
and get the beds in shape for planting. The copper and lead cables 
are highly resistant to corrosion, and, unless injured by tools, should 
last ^or years. Because of the uniform control of temperature, it is 
reasonable to expect that better plants can be grown with electric 
heat than with manui-e heat. Plant-s grown in electrically heated 




Figure 11. — Electrically heated plant bed wUli heater cables burled In soil and running 

the full lengUi of the bed. 



beds usually require a little more attention to watering than those 
grown in manure-heated beds. 

Many large growers have adopted electricity as the main sour";e 
of heat for plant beds and small greenhouses in which early plants 
are grown. Figure 11 shows one of these beds in which the electric 
heating elements run the full length of the bed and are buried in the 
soil. Sash are used as a covering for this bed, and the soil tempera- 
ture is controlled by thermostats. Some growers operate sash-covered 
plant houses of the type shown in figure 12 which are electrically 
heated. Both the underground and overhead systems of heating may 
be employed in these houses. 
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CONSTRUCTION OF COLDPRAMES 

The construction of coldframes is practically the same as that of 
hotbeds, except that no provision is made for heating them artifi- 
cially. Coldframes consisting of a framework of boards from 18 to 24 
inches in height at the back or north side, and 8 to 12 inches at the 
front or south side, are generally built directly on top of the ground 
(figs. 13 and 14) . Sometimes these beds are made in units of five sash 
each, with sloping ends and crosspieces to support the sash, but 
oftener they consist of two lines of boards fastened to st^ike<^ driven 
into the ground and without crosspieces, the sash resting on top of the 
edges of the boards forming the front and back of the bed. Frames 
of this character are used tor the growing and hardening of ^arly 




Figure 12. — ^An electrically beateU plant bed in which both air and soil heating are 

employed. 



plants, the boards and sash being removed and stored as soon as the 
plant-growing season is over. This type of coldframe is also used 
extensively along the Atlantic coast for the growing to maturity 
of such crops as lettuce, beets, carrots, parsley, and cucumbers.^ 
Figure 15 shows a 1-acre frame yard near Portsmouth, Va. Parsley 
was being grown in these frames when the picture was taken. 

COVERINGS FOR HOTBEDS AND COLDFRAMES 

Coverings for. both hotbeds and coldframes consist of standard 
hotbed sash, various kinds of glass substitutOvS, and cloth coverings 
such as muslin or light canvas. In some instances, a covering of 
straw or marsh hay is placed directly on the soil in the beds and is 
removed after the plants appear above ground, or the plants may be 
allowed to grow up through it, as is sometimes done in starting 



2 Farmers' Bulletin 1563, Cucumber Growing, gives information on the use of cold- 
frames for growing early cucumbers. 
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FiGuitE 14. — Coldframe with sash covering in place. 
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sweetpotato plante. The most satisfactory covering for hotbeds 
and coldframes in the northern sections is glazed hotbed sash, sup- 
plemented by hotbed mats, board shutters, slat screens, and hay 
or pine straw. To the southward, where the covering can bo left 
off the greater part of the time, a cloth covering, especially heavy 
unbleached muslin, has been found to give good results. 

GLAZED.SASH COVERINGS 

Standard hotbed sash are 3 feet wide, 6 feet long, and 1% or 
1% inches thick, and cai^y three rows of 10-inch glass. A reinforc- 
ing rod of %-inch iron, or a strip of wood or metal, is placed 
across the center of each sash to strengt^hen it. These sash, made 
of clear gulf cypress^ white pine, or California redwood, are kept 
in stock by dealers in greenhouse supplies and can be furnished 
unglazed and unpainted, unglazed and painted with 2 coats, or 




FZQURB 15. — One-acre frame yard near Portsmouth, Va., where a crop of parsley is 
grown. Note the method of ventilating. 



fully glazed with double-strength glass and painted with 2 or 3 
coats of white-lead paint, according to the desire of the purchaser. 
Sash 4 feet in width and Y to 9 feet in length can be secured on 
special order. The prices of hotbed sash vary according to the 
lumber market and the cost of labor and materials going into their 
construction. 

Experience has shown that if the sash are kept well painted 
and are stored under cover when they are not in use, they will last 
from 10 to 20 years or even longer. The sash should be given a 
first or priming coat consisting of white lead and pure raw linseed 
oil, to which should be added enough turpentine to cause the paint 
to penetrate the wood. The second coat, which should be applied 
before glazing, should contain a little Japan drier to cause the 
pamt to dry readily. As a rule it will pay to give the sash a third 
or finish coat of paint after glazing. Figure 16 shows the upper 
side of a standard 3- by 6-foot hotbed sash fully glazed and painted 
and ready to place onjbhe hotbed. 
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Hotbed sash should be glazed with fresh or plastic putty that will 
spread evenly on the sash bars, or with one of the prepared glazing 
compounds that are applied with a putty gun. The glass should be 
firmly embedded in the putty, the lights overlapping one-eighth to 
one-fourth of an inch, beginning at the bottom of the sash. Each 
light of glass should be fastened with 4 zinc glazing sprigs, 2 of these 
being driven on top of the glass about an inch from its lower edge 
and 2 directly below the edge of the glass to hold it from slipping 
toward the lower end of the sash. Cut a piece of glass to fill the 
remaining space at the top of the course, bemg sure that it is forced 
well up into the groove, previously filled with soft putty, at the top 
of the sash. Trim off all surplus putty above and below the glass 
and do not putty above the glass as in glazing an ordinary window. 




FiGUKB 16. — Top view of a standard 3- by 6-foot hotbed sash, fully glazed, painted, and 
ready to place on the hotbed. 



Hotbed sash, in which the sash bars are made with grooves into 
which the glass can be slipped without the use of putty, are com- 
monly used in sections having a mild climate. As a rule 6- by 8-inch 
single-strength glass is used, the glass being pushed in from the lower 
end of the sash and the lights butted together. This type of glazing 
does not give as warm a covering for the beds as the regular puttied 
and lapped glass and is subject to greater dripping of rainwater 
upon the plant beds. The glazing of this type of sash is a very 
simple matter, and in case of a light of glass becoming broken a new 
light can simply be slipped in at the bottom and the whole line of 
glass shoved up to close the opening. 

Formerly, all window glass, except plate glass, had a slight bow or 
curve but flat glass is now used almost exclusively. Althoug^h it is of 
little importance which side of the old-type curved glass is placed 
upward, it should all be laid one way. Nearly all gardeners, how- 
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ever, place it with the bow or hump side uppermost. Double-stven<^th 
glass IS preferable to single-strength, it is less subject to breakage 
in handling. Grade B glass is most commonly used for glazing 
hotbed sash, but should be free from blisters. 

CLOTH COVERINGS 

In the southern sections, where the climate is mild and cloth cover- 
ings are largely used, the beds are usually constructed 12 to 14 feet 
in width and with a ridgepole supported on stakes about 30 inches 
high through the center of the bed. The muslin or light canvas used 
for the cover is sewed together in a large sheet and is fastened to 
the ridgepole by tacking thin strips of wood such as plaster lath or 
lattice strips on top of the sheet and to the ridgepole. The edges of 
the sheet are generally fastened to strips of wood running the full 




Figure 17. — Cloth-covered tomato-plant bed in eastern Texas. The plant beds are located 
directly in the field whe>re the tomato crop is to he grown for convenience in trans* 
ferring plants from the bed to the open ground. 



length at each side of the bed, and so arranged that the sheet can be 
rolled up on them (fig. 17) . 

Rafters consisting of by 3-inch or %- by 4-inch strips arc nailed 
to the ridgepole and to the sides of the bed at intervals of 3 or 4 
feet to support the cloth ; the cloth is carried on these rafters when 
it is rolled up for ventilation. At the ends of the bed the cloth is 
fastened by loops of string hooked over nails. Marsh hay, light 
straw, or pine straw is often spread over the cloth during periods 
of cold weather. Beds containing tender plants, such as tomatoes, 
are frequently protected successfully for short periods with a tem- 
perature of 20^ F. by this method of covering. 

There are processes for treating cotton sheeting to make it water- 
proof and to preserve it, but, as a rule, a good grade of unbleached 
muslin without treatment is satisfactory. Preservatives may add to 
the life of the covering material, but if the muslin is taken off the 
plant beds promptly when the plant-growing season is over, rolled 
while dry, and stored in a dry place, it will last for several years. 
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Linseed oil, or any paint containing linseed or other drying oils, 
should not be used for waterproofing plant-bed covers as the oil 
paints rot the fabric and cause it to crack and break. A mixture 
consisting of 2 to 3 pounds of melted paraflin, one-half pound of 
melted beeswax, and 1 gallon of benzine applied to the cloth either 
as a spray or with a brush will act as a filler to make the fabric 
waterproof and at the same time preserve it. There are on the mar- 
ket preparations used- for waterproofing tents and canvas generally 
which can be used for making ordinary heavy unbleached muslin 
both waterproof and windproof.^ 

SUBSTITUTES FOR GLASS AND CLOTH 

Numerous substitutes for glass and cloth as coverings for* hotbeds 
and coldframes are on the market, but many unwarranted claims are 
made concerning the effect of some substitutes on plant growth. In 
1928 and 1929 the Ohio Agricultural Experiment Station showed that 
while a good grade of clear glass transmits over 95 percent of the total 
light, certain substitutes transmitted as little as 25 percent and none 
of those tested more than 60 percent. Although these particular sub- 
stitutes transmitted only 25 to 60 percent of the total light, they did 
transmit an appreciable percentage of ultra-violet light. In ordinary 
plant-growing operations, the transmission of ultra-violet light is of 
no recognizable benefit, but the decreased transmission of total light 
is a definite disadvantage. The Ohio te^ts showed that better plants 
were grown under plain glass than could be grown under any of the 
substitutes tried. The Connecticut Agricultural Experiment Station 
has found certain clear cellulose films to be good glass substitutes 
when properly handled. 

CARE OF HOTBEDS AND COLDFRAMES 

Regardless of the niethod of securing heat, the ventilation, water- 
ing, and general care of the hotbed or coldframe are of vital import- 
ance. The temperature of a manure-heated bed will usually run 
fairly high at first, and planting should be deferred until the tem- 
perature begins to decrease. The only safe procedure is to bury a 
thermometer bulb in the soil of the bed and delay planting until 
the temperature reading is 80^ F., or lower. A soil temperature of 
about 70° or 72° is about right for nearly all early plants. Howeverj 
it will be safe to plant the seeds when the temperature is slightly 
below 80°, for it will gradually decline as the fermentation of the 
manure diminishes. With bottom heat, such as is furnished by 
fermenting manure or pipes buried in the soil, the germination and 
early growth of the plants will be very rapid, and unless frequent 
attention is given to ventilation, the plante are certain to make a 
soft growth. In the manure-heated bed there is a constant supply 
of extra heat which can be controlled only by ventilating the bed. 
With a pipe- or furnace-heated bed, and where electric current is 
used, the bottom heat can be controlled almost at will. 

Different crops require different temperatures and treatment; the 
temperature that gives best results for starting peppers and egg- 



» Fanners' Bulletin 1167, Waterproofing and MiWewproofing of Cotton Duck, 
consulted in libraries. 



Out of tprint. May be 
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plant, for example, would be too high for tomatoes and much too 
high for cabbage, cauliflower, and lettuce. The desirable tempera- 
tures at which to grow the plants will be discussed later under the 
various crops. 

VENTILATION 

In ventilating the hotbed or coldframe during windy weather, 
care must be taken to raise the sash or cloth covering on the side 
opposite from that from which the wind is blowing so as to avoid 
a direct draft upon the plants. In the sash-covered bed, this is ac- 
complished by lifting the sash on either side, or at the bottom or 
top, as the direction of the wind may require. Small pieces of 
boards or blocks of wood with notches cut in them are usually 
employed to support the sash. In some cases wires are stretched 
lengthwise of the beds on top of the sash to prevent them from being 
blown oflE during storms. 

Where cloth or muslin coverings are used, ventilation is obtained 
by rolling them up a part or all of the way to the ridge of the bed, 
as shown in figure 17, or by propping them up in places by means 
of short pieces of lath. Special protection is provided during short 
periods of extremely cold weather by covering the beds with hotbed 
mats or with a thin layer of straw or pine straw that must be re- 
moved when the weather clears and the temperature rises. The 
straw can be removed from the glass or cloth covers by first using a 
wooden rake and then a broom to complete the cleaning. 

In order to secure the greatest possible benefit from the sunlight, 
the glass or whatever covering is used should be kept thoroughly 
clean. Dust settling on top of the glass will frequently cut out 25 
to 30 percent of the light. For that reason the fflass should be 
frequently cleaned with brooms or water from a hose. The best 
of plant-bed coverings exclude considerable light, and every pre- 
caution should be taken to keep this exclusion to a minimum. 

Coldframes are managed in practically the same manner as hot- 
beds in respect to ventilation and protection from sudden changes 
in temj)erature. As a rule, somewhat lower temperatures are main- 
tained in coldframes than in hotbeds, but they require close atten- 
tion on extremely bright days and during changeable weather. 
Clouds temporarily obscuring the sun will frequently cause a lower- 
ing of the temperature in the frames of from 12^ to 15° F. Toward 
-the end of the plant-growing period the sash or cloth coverings may 
be kept partly open at all times and finally be removed altogether 
to adapt the plants to outside conditions. 

WATERING 

Early in the season, extreme care is necessary in watering hotbeds 
and coldframes, because excessive watering is almost certain to cause 
damping-oflf of the plants. More water is required during bright, 
windy weather than when it is calm or cloudy. Watering should 
be done only at times when the beds may be safely opened without 
chilling the plants. Losses from dampmg-off can be largely pre- 
vented by careful watering and close attention to ventilation. Over- 
heating of the beds is disastrous and results in the production of 
poor plants. Sufficient ventilation, especially toward the end of the 
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period that the plants remain in the beds, with a somewhat sparing 
application of water, will produce plants that will withstand trans- 
planting to the field with few losses. 

The process of " hardening as applied to plants grown under 
cover, consists of gradually tempering them to open-air conditions 
by checking their growth, but taking care to avoid stunting injury, 
dertain plants, especially eggplants, should be checked but slightly, 
if at all, for it their stems become tough and woody they are prac- 
tically worthless for planting. Tomato plants will stand consider- 
able checking but are injured if the process goes too far. Light 
watering usually aids in the tempering process; however, enough 
water must be applied at all times to prevent wilting. Excessive 
ventilation and windy weather are always accompanied by high 
evaporation and make extra care and more frequent watering neces- 
sary. 

Plants grown to marketable stage in hotbeds and coldf rames re- 

Siire somewhat different handling as to temperature and watering 
an do those that are to be transplanted to the open ground. With 
those that remain in the beds the hardening process is not used, and 
the plants are kept growing uniformly and usually as rapidly as 
possible without producing a soft growth. This is accomplished by 
careful regulation of the temperature and by the application of 
water in quantities that will maintain an optimum growth condition 
in the soil. In the growing of plants for transplanting^ a period of 
relatively high temperature at first, followed by a declinmg tempera- 
ture and the application of practically no artificial heat toward the 
end of the period, is ideal. In the case of the crop that is matured 
in the beds, the most satisfactory results are obtained with a con- 
tinuous mild heat without excessive changes in temperature, 

GROWING EARLY PLANTS 

Plants that are normally grown under protection for early trans- 
planting to the garden and truck fields may be classified into two 
eneral groups according to their temperature requirements. In the 
rst group are those requiring a relatively low temperature; and in 
the second group are those requiring a somewhat higher temperature. 
Among the most important of the lower temperature plants fre- 
quently started indoors and transplanted are lettuce, cabbage, cauli- 
flower, and broccoli. The crops requiring a somewhat higher tem- 
perature include tomatoes, peppers, eggplants, muslmielons, summer 
squashes, celery, and cucumbers. There are, however, within these 
groups certain very important crop-requirement differences that are 
briefly discussed in the following paragraphs. 

TOMATOES 

Tomato seed germinates readily at a soil temperature between 68^ 
and 75*^ F., but when the seedlings appear aboveground the tempera- 
ture should be lowered slightly to prevent weak and spindling plants. 
The tim^ required for germination of tomato seed depends to some 
degree upon the viability of the seed itself, but good seed will germi- 
nate in 3 to 5 days at a temperature of 72° to 75° and in 5 to 8 days 
at temperatures from 65° to 70°. A soil temperature of about 62° 
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to 65°, with plenty of light and moderate watering, will usually 
produce good stocky seedlings, but the air temperatures should not 
be allowed to go much above 70° at any time. Plants grown in this 
manner will usually be ready for transplanting from the seed-trays 
or from the hotbed to the coldf rame in 14 to 20 days after the seed 
is sown. If the seed is sown rather thinly and the plants do not 
crowd in the seedbed nothing is to be gained by extra-early trans- 
planting to the coldf rame. Plenty of ventilation and care in water- 
ing will generally obviate losses of the plant-s from the disease known 
as dampmg-oflF. 

Early-tomato growers of eastern Texas and Mississippi sow the 
seed in hotbeds and transplant the seedlings to cloth-covered cold- 
frames located directly in the field where the crop is to be grown. 
As a rule one plant bed measuring about 12 by 60 feet (fig. 17) is 
provided for each acre of tomatoes to be planted. 

The plants are spaced about 4 inches apart in each direction in the 
coldframe, and when the time comes for setting them in the field a 
knife or a trowel is run between the plants in each direction and 
they are lifted and transported to the field with blocks of earth 
about their roots. 

In sections where tomatoes are grown largely for the cannery, the 
seed is sown rather thinly in the seedbeds, and after 4 to 6 weeks, 
or when the plants attain a height of 4 to 6 inches, they are moved 
directly to the fields. This method involves less labor than trans- 
planting the plants from the seedbed to coldframes and later to the 
field, but does not give as desirable plants for early setting. 

PEPPERS 

Pepper seed is rather slow to germinate, usually requiring from 
12 to 15 days at a soil temperature of 70° to 75°. Following germina- 
tion the soil temperature should be lowered to 65°, or not over 68°, 
in order to produce stocky plants. The air temperature following 
germination should be kept between 65° and 75°. The same pre- 
cautions as to watering and ventilation should be taken with peppers 
as with tomatoes. The danger of damping-off can be largely elimi- 
nated by avoiding excessive watering and at the same time providing 
plenty of ventilation. The pepper seedlings will be ready for trans- 
planting from the hotbed to the coldframe in 24 to 30 days after 
the seed is sown. Under the best conditions and where the seed 
germinates in a relatively short time the plants may be ready for 
this transplanting in 18 to 20 days after seeding. After being trans- 
planted, the pepper plants should be carefully watched, and when 
first transplanted they should be partially shaded to prevent wilting. 
Following this the temperature of the coldframe should be between 
70° and 75° during the daytime and not lower than 60° at night. 
In removing the pepper plants from the coldframe to the garden or 
field, they are blocked and a cube of soil carried with them to their 
permanent location. 

EGGPLANTS 

The eggplant is one of the most difficult vegetables to handle, 
especially during its early stages. The seed germinates somewhat 
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slowly even at a soil temperature slightly above 70^ F. Extreme 
care must be taken to keep the eggplant seedlings growing uniformly 
from the very start, for if the plants become checked and the stems 
hardened or woody, they are considered practically worthless for 
planting in the field or garden. As a rule the seedlings will be ready 
to transplant from the hotbed to a well-protected or warm coldf rame 
in about 3 or 4 weeks after the seed is sown. In the coldf rame the 
plants should be set at least 5 inches apart in each direction in a soil 
that is well fertilized and that contains an abundance of well-rotted, 
screened manure. At no time should the plants be subjected to 
strong drafts of cold air or to low temperatures. Excessive water- 
ing of the plants both in the hotbed and in the coldf rame must be 
avoided. On the other hand, the soil in which the plants are 
growing should never be allowed to become too dry, as this is certain 
to result in a stunting of the growth of the plants. In moving the 
plants from the bed to the field they are blocked, and a large* cube 
of earth is carried with them. The soil about their roots should be 
fairly well watered a few hours before the plants are to be lifted. 
Throughout the handling of the plants, extreme care must be taken 
as otherwise they will not grow in a satisfactory manner in the field, 
regardless of the attention that is given them after they are set out. 

SUMMER SQUASHES 

Under ^ most conditions the seed of summer squashes is planted 
directly in the hills where the crop is to be grown. Where extreme 
earliness is desirable, however, the plants may be started in heated 

Elant houses or in hotbeds, inverted pieces of sod, berry boxes, paper 
ands, or flowerpots being used for the purpose. The seed of 
squashes will germinate in about 2 days at a soil temperature of 
about 75° F. After the seeds have germinated, the temperature 
should be lowered somewhat in order to keep the plants short and 
stocky. Where squashe are started indoors it is customary to plant 
six or seven seeds in each container ; then, when the seedlings are well 
established, thin them to three plants. After the seedlings have 
formed the first true leaf they ca,n be moved to a well-protected cold- 
frame,^ where the plants may be held at a temperature of 60"^ to 70° 
until time to set them in the garden or truck field. By starting the 
plants in hotbeds and coldf rames, most of the difficulty with the 
striped and spotted cucumber beetles can be avoided. By this 
process the first of the crop can be ready to market from 1 to 2 
weeks earlier than when the seed is planted in the open. 

CUCUMBERS 

The growers of early cucumbers in the Norfolk-Portsmouth, Va., 
district follow the jjractice of sowing their cucumber seed in spe- 
cially heated beds with the soil temperature between 80° and 85° F. 
The seeds are sown fairly thick in rows, and, as a rule, the seedlings 
will appear above ground within 30 to 36 hours. In approximately 
72 hours after sowing, the seedlings are ready to be lifted and placed 
in 5-inch flowerpots, 7 to 10 seedlings being planted in each pot. 
These pots are then placed in the bench of a greenhouse at a tem- 
perature of 70° to 75° during the day and not lower than 60° or 65° 
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at night, and the plants are carefully watered and ventilated for 
about 4 weeks, when they will have formed about 3 or 4 true leaves. 
During this period the plants are thinned to about 3 in each pot. 
They are then in proper condition for setting in outdoor frames.^ 
In moving the plants from the greenhouse to frames or to the 
fields the soil in the pots is given a fair watering, then the plants are 
carried direct to the field, where they are loosened from the pots and 
set in the ground with the ball of earth about their roots. Cucumbers 
may be grown in the hotbed in quart berry boxes, paper bands, or 
flowerpots, the seed being sown directly m the containers, which 
are filled with a good grade of sifted soil. The corners of the boxes 
should be slit with a knife and the boxes removed when the plants are 
set in the ground. 

MUSKMELONS 

Muskmelon seedlings are frequently started in hotbeds in the same 
manner as cucumbers ; however, it is not customary to start the seed 
in a special heated seedbed and transplant the seedlings, although 
this can be done safely. The rule is to use pieces of inverted sod, 
berry boxes, or paper bands and plant 10 to 12 muskmelon seeds 
in each container. After the seedlings become established they are 
thinned first to about 5 and later to 3 plants to each hill. Musk- 
melons require practically the same temperature conditions as cu- 
cumbers, and the methods of handling the plants and transferring 
them to the field are practically the same as those given for cucum- 
bers and squashes. The advantages of starting the muskmelons 
indoors are earliness of fruiting and less liability to injury from the 
striped cucumber beetle. It is desirable to give the plants one spray- 
ing in the plant bed with bordeaux mixture before they are moved 
to the field. 

LETTUCE 

Lettuce is one of the more important garden crops that thrive 
under a moderately low temperature. The seed is one of the few 
that does not germinate readily when it is strictly fresh, and it should 
not be planted during the fall of the year in which it is produced. 
When growing lettuce plants indoors the usual practice is to sow 
the seed in boxes or trays filled with a good grade of garden loam 
which has been thoroughly mixed and sifted. Generally the seed 
will germinate in 4 to 6 days, and the plants will be ready for trans- 
planting in 12 to 15 days. The seedlings can be transplanted from 
the seed trays or the hotbed to the coldf rame either in other trays 
or direct to the^ soil of the coldframe. As a rule, the plants are 
spaced about 3 inches in each direction so as to give them enough 
room to develop and .allow for the transfer of a fair-sized block of 
soil around the roots of the plants when they are taken to the garden 
or the truck field. Lettuce seedlings are subject to damping-oflp in 
the seedbed, especially where the seed has been sown too thick. This 
difficulty can be avoided bv thin seeding, careful watering, and plenty 
of ventilation, although the use of a mercury bichloride solution may 
be found advantageous in checking this disease. 



* For further information see Farmers* Bulletin 1563, Cucum-ber Growing. 



HOTBEDS AND COLDFRAMES 



27 



CABBAGE AND BROCCOLI 

Early plants of cabbage and broccoli are frequently started in 

hotbeds or in well-protected coldframes. About 4 or 5 weeks are 
required from the time of sowing the seed to produce good cabbage 
or Droccoli plants for setting in the garden. Where the seed is sown 
in the hotbed it will be necessary to transplant the seedlings to a 
coljiframe because the temperature of the hotbed is too high for 
the production of good stocky cabbage or broccoli plants. The soil 
temperature of the seedbed should not be above 70° F. After trans- 
planting to the coldf rame the air temperature should be maintained 
at about 65° to 70° during the day and 55° to 60° at night; however, 
a drop in temperature to perhaps 45° for a short period as a rule 
will not greatly injure these plants. Repeated chilling or carrying 
the plants at low temperatures for a period of 2 weeks or more 
may cause them to bolt to seed after they are set in the field or 
garden. In sections of the country where the climate is fairly warm 
during the early spring a hotbed for starting the early plants will 
not be necessary ; the seed can be merely sown in a coldf rame or in 
a flucrheated bed similar to those u^ed for starting sweetpotatoes. 
Fairly thin seeding will produce better plants than overcrowding the 
seedlings. The same general methods given for cabbage should be 
followed in the production of broccoli plants. 

CAULIFLOWER 

•Cauliflower plants are decidedly more delicate in their habits of 
growth than those of either cabbage or broccoli, and for that reason 
require more careful handling. The main point in the handling 
of cauliflower plants is to keep them growing and to prevent check- 
ing or stunting during thei time they are in the plant bed. In case 
the stems of cauliflower become tough or woody this stunting affects 
their future growth and usually results in the formation of small 
and inferior heads of cauliflower; therefore, cauliflower plants re- 
quire a little higher temperature and closer attention than those of 
cabbage or broccoli. They also require very careful watering, be- 
cause drying out will affect their growth and will have a tendency to 
cause them to be tough and woody. Besides having a uniform tem- 
perature maintained and being given proper ventilation, cauliflower 
plants should be given plenty of space^ and when they are trans- 
planted from the seedbed to the coldframe or other space where 
they are to remain until they are planted in the field they should 
be well shaded for a day or two. In being moved from the hotbed 
or coldframe to the field or garden, cauliflower plants should not be 
pulled, as cabbage plants frequently are, but should be lifted with 
considerable soil adhering to their roots. In case the soil should 
be dry at the time the plants are set out, they should be given a good 
watering as they are set. If possible, a calm, cloudy, moist day 
should be selected for setting the cauliflower plants in the field or 
garden. 

CELERY 

Celery seed is slow in starting, and the seedbed must be carefully 
watched to prevent drying out. Seed stored in a dry place usually 
retains its vitality for 4 or 5 years, but where old seed is used it 
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should be carefully tested in advance of planting time. Good, viable 
celery seed will germinate in 10 to 15 days at a soil temperature of 
about 63° to 68° F.; where the seed is sown directly in a hotbed 
the sowing should be delayed until the heat of the bed is well 
spent and the soil temperature has fallen below 70°. In the green- 
house a temperature varying between 60° and 70° is about right; 
where the seed is sown in . flats a partially shaded location is desir- 
able until the seedlings appear, after which full sunlight and a fair 
amount of ventilation should be provided. 

In sections where muck or peat is available this material is largely 
used for starting celery plants. A seedbed consisting of 2 parts 
good garden loam, 1 part fine but sharp sand, and 1 part leafoiold 
or old decayed compost thoroughly mixed and sifted through a screen 
having four meshes to the inch will give good results. Watering 
is very important to keep the seedbed properly moistened and 
ventilation to avoid overwatering and the development of the damp- 
ing-off disease. Thin seeding will aid very materially in the pre- 
vention of this disease, but careful watering and plenty of ventilation 
are also essential. 

A few growers still double transplant early celery plants. The 
main or late crop, liowever, is grown from seedlings that are started 
in spent hotbeds or in coldframes, or from outdoor plant beds. 

Celery belongs to the group of garden vegetables that thrives 
under relatively cool conditions, but prolonged periods of low tem- 
perature during the plant-growing period are largely responsible for 
celery bolting or shooting to seed prematurely. Under normal condi- 
tions celery is a biennial and produces its seed crop the second season, 
but under certain conditions the plants shoot to seed during the first 
season and fail to produce an edible crop. 

It has been a common practice among the northern growers of 
early-crop celery to start the seedlings in a greenhouse and transfer 
them to coldframes. In some cases the plants are held in the green- 
house for several weeks and then transferred to the coldf rame where 
they are hardened at temperatures below 60° F., usually between 40° 
and 50°. If this hardening period extends beyond 2 weeks at a 
temperature below 60° a large percentage of the crop is fairly cer- 
tain to bolt to seed before it has reached a marketable stage. It is 
not necessary to use low temperatures for hardening the plants, as 
this can be accomplished by light watering. In case the plants are 
subjected to temperatures below 60° in order to harden them the 
treatment should be given for a week or 10 days only, and during 
that time water should be used sparingly. Celery plants grown in 
the open during the early part of the season may go to seed, if rela- 
tively low temperatures prevail during the plant-growing period. 
High temperatures during June and July may, however, correct this 
difficulty, 
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